/ 


LESLIE D. TAGGART 
ELMER R. HELFERICH 
NORMAN N. SCHUTTLER 
JOHN T. KELTON 
NICHOLAS JOHN STATHIS 
WILLIAM H. VOGT m 
HERBERT BLECKER 
HOWARD K. KOTHE 
ALBERT ROBIN 
THOMAS V. HEYMAN 
ROBERT E. KOSINSKI 
STEVAN J. BOSSES 
GEORGE J. BRANDT, JR, 


WATSON LEAVENWORTH KELTON & TAGGART 
1 O O PARK AVENUE 
NEW YORK 10017 

LEONARD A. WATSON (1930-1960} 
ELLIS W. LEAVENWORTH (1930-19S9) 


(AREA CODE 21 2> 
683*4220 

CABLE ADDRESS "WATSOLAW’* 

October 25, 1973 INTERNATIONAL TELEX 

620S6S 


JAMES J. DALEY 
FRANK J. COLUCCI 
GEORGE W. MACDONALD JR. 
JAMES W. BADIE 
ROBERT J. EICHELBURG 
ROBERT M. FREEMAN 
MAXIM H. WALDBAUM 
PAUL E. O’DONNELL. JR. 
PHILIP M. FRENCH 
PETER G, D1LWORTH 


William B. Cridlin, Jr., Esq. 

Senior Patent Liaison Officer 
Philip Morris Incorporated 
Research Center 
P. 0. Box 3D 
Richmond, Virginia 

Re: 582-509A West Germany 
PM #456 


Dear Bill: 

We have received an Official Action in 
the above-identified application and enclose a photo¬ 
print copy of the same, along with, a copy of the 
British patent cited by the Examiner. The British 
reference, you will note, is one of your own|?patents. 

The Examiner has again rejected the appli¬ 
cation indicating that he thinks the invention lacks 
inventive height. 

Response to the Official Action must be 
filed not later than February 1, 1974 and accordingly, 
we would like toihave your instructions about Decem¬ 
ber 15, 1973 if possible. 
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Very truly yours. 


George J. Brandt, Jr. 

GJBjrl 

Enclosures 


Source: https://www.industrydocuments.ucsf.edu/docs/ygmjOOOO 
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